To:  Kliphuis,  Trais,  NMENV[trais.kliphuis@state.nm.us] 

From:  Garcia,  David 

Sent:  Fri  8/14/201 5 4:57:02  PM 

Subject:  FW:  GKM  - Domestic  Weils  Released 


Please  share  press  statement. 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 

Follow  EPA  Region  6 


From:  McCasland,  Mark 

Sent:  Friday,  August  14,  2015  11:48  AM 

To:  Atkins,  Blake;  Brown,  Jamesr;  Crossland,  Ronnie;  Foster,  Althea;  Garcia,  David;  Hayes, 
Mark;  Ngo,  Kim;  Restivo,  Angela;  Rinehart,  Jon;  Smalley,  Bryant;  Webster,  Susan 
Subject:  GKM  - Domestic  Wells  Released 
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Notice  just  went  out  that  domestic  wells  use  restriction  has  been  lifted. 


Mark  McCasland 
US  EPA  Region  6 
Drinking  Water  Section  (6WQ-SD) 
1445  Ross  Ave,  Suite  1200 
Dallas,  TX  75202-2733 
(214)665-8088  (w) 

n icasland.mark@epa.gov 
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